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D. KQS DIRECTED 

E. FUEL PRESS HIGH IN CLIMB, WITHIN LIMITS IN CRUISE, BECAME 
HIGH AGAIN IN DESCENT. CORRECTIVE ACTION, REPLACED FUEL PRESS 

transmitter and indicator* 

F„ NONE 
Go NONE 
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